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• Long known to eminent medical 1 authorities is this vital differ- 
ence between Pliilip Morris and four other leading cigarette*. 
On comparison, the other four brands avera g ed 235% more 
irritant than the strikingly contrasted Philip Morris . Kcad on: 
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• Further — the irritant ejffecl o/ the /our other leading brands 
was found to last more than five time* tin long! You can‘t see Uiia 
difference — hut you can feci it, especiall y ichen you inhalrj That** 
vital to all who smoke! 
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• Especially if yen inhale—Call for Philip 
Morn* I Enjoy the world’s finest tobaccos 
—with no worry about throat irritation. 


AMERICA'S FINEST 
CIGARETTE 


Source: https://www.industrydocuments.ucsf.edu/docs/rrkkOOOO /2 
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